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Department of Energy 
Washington, D.C. 20585 


CONFIDENTIAL 



SEP 1 2 1983 


Honorable William J. Casey 
Director of Central Intelligence 
Washington, D.C. 20505 


Dear Mr. Casey: 


LTC David S. Jernigan 


is designated the Department of 


Energy primary member on the Committee on Imagery Requirements and Exploita- 
tion (COMIREX), vice Dr. Richard F. Kott. LTC Jernigan can be reached on 
252-2166 or secure 3207. (C) 


Mr. Robert I. Rubinstein remains as the DOE alternate member of COMIREX. (C) 


Sincerely, 


Herman E. Roser 

Senior Intelligence Officer 


25X1 


DOE review completed. 
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